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knew not how she might best be governed. She was so
- laboured with her ghostly enemy that she durst not bless
herself, or do any worship to God, for dread that the devil
should slay her; and she was laboured with many foul and
horrible thoughts, many more than she could tell. And,
as she said, she was a maid.

Therefore the said creature went to her many times to
comfort her, and prayed for her also full specially, that
God should strengthen her against her enemy. And it is
to be believed that He did so, blessed may He be.
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